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61 

ORIGIN COME-OO 

INFO OCT-01 EA-07 ISO-OO EB-05 RSC-01 /014R 
66651 

DRAFTED BY :COM/BIC/OED/MEPD/JPHILBRICK/GT 
APPROVED BY:EB/OCAN/REP:LHPOMEROY 
COM/BIC/OED/MEPD/JSANDS, DIRECTOR 
COM/BIC/OIM/MADERHOLD (PHONE) 

STATE/E A/PRCM/JFIELD (PHONE) 

016192 

R 192125Z MAR 74 
FM SECSTATE WASHDC 
TO AMCONSUL HONG KONG 

UNCLAS STATE 054751 

E.O. 11652: N/A 
TAGS:BEXP: HK 

SUBJECT; MAJOR PROJECT: SUN YAT SEN MEMORIAL HOSPITAL 
REF: HONG KONG 2734 AND PREVIOUS 

1. IN DISCUSSING THIS PROJECT WITH CRS DESIGN 
ASSOCIATES, IT WAS POINTED OUT THAT THE FIGURE DOLS US SIX 
MILLION IS NOT IN THE CORRECT RANGE FOR A FIVE HUNDRED 
BED HOSPITAL. MAJOR PROJECTS REQUESTS POST CLARIFY THIS 
MATTER WITH DR. WONG. THERE WILL BE GREATER U.S. INTEREST 
IN A PROJECT SO FAR AWAY IF IT IS CONFIRMED THAT THE PRICE 
IS HIGHER. 

2. CRS ALSO INQUIRED AS TO TIMING OF THIS PROJECT. 

DOES POST BELIEVE THIS GROUP IS READY TO MOVE OR ARE THEY 
LIKELY TO BOG DOWN AND REASSESS OR EVEN POSSIBLY DROP 
PROJECT? 

3. ALTHOUGH POST HAS EMPHASIZED DR. WONG'S AND 
GROUP'S DESIRE FOR U.S. EQUIPMENT AND KNOW HOW, HAS POST 
REASON TO BELIEVE THAT OTHER COUNTRIES ARE ALSO BEING 
APPROACHED? 
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4. IN ADDITION TO FIRMS ALREADY REPORTED AS 
INTERESTED, MR. PHILIP TOBEY OF METALF AND ASSOCIATES, 

ARCHITECTS AND ENGINEERS, 1054 31ST ST., N.W., WASHINGTON 
D.C. 20007 HAS CONTACTED MAJOR PROJECTS RE HIS INTEREST THIS 
PROJECT. METCALF IS LISTED IN DUN AND BRADSTREET BUT NOT 
RATED. WE HAVE REQUESTED A REPORT FROM DUN AND BRADSTREET 
AND WILL FORWARD THE INFO TO POST. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE054751 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC/OED/MEPD/JPHILBRICK/GT 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740058-0351 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740331 /aaaabdjo. tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: HONG KONG 2734 AND PREVIOUS 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 7 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 JUL 2002 by elbezefj>; APPROVED <09 DEC 2002 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SUN YAT SEN MEMORIAL HOSPITAL 
TAGS: BEXP, HK 
To: HONG KONG 
Type: TE 
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